From: 

Sent: 

To: 


Lawler, Michael (DPH) 

Friday, August 06, 2010 3:57 PM 

Massif, Julianne (DPH); Salemi, Charles (DPH); O'Brien, Elisabeth (DPH); Saunders, Della 
(DPH); Piro, Peter (DPH); Tan, Zhi (DPH) 

Subject: new keypad for alarm in Drug Lab- new code for opening and closing 


Hart Security changed the circuit box for the Drug Lab alarm and it’s operated with a new keypad. 

For closing, hit....Reset.Number.Away (60 seconds to leave) 

For opening, go through door.enter number... .then hit the vertical ENTER button 
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